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INFO OCT-01 EUR- 12 NEA-10 ISO-OO OC-06 CCO-OO OCL-OO /034W 

261607Z 053164/46 

R 261536Z IAN 77 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 8839 
AMCONSUL KARACHI 
AMEMBASSY TEL AVIV 
RRF WASHDC 


LIMITED OFFICIAL USE ATHENS 813 

TEL AVIV FOR RSO/CRU/TCU 

KARACHI FOR RCO 

E.O. 11652: N/A 
TAGS: ASEC NSU 

SUBJECT: CCC POWER RENOVATION - TEL AVIV 

REF: STATE 013790 

1 . PROJECT START DATE OF 15 FEBRUARY REMAINS FIRM. 

2. MAJORITY OF RENOVATION MATERIALS HAVE BEEN SHIPPED VIA 
MAC CHANNELS. NO ARRIVAL INFORMATION HAS BEEN RECEIVED 
AT THIS TIME; HOWEVER, CONFIRMATION IS EXPECTED PRIOR 1 
FEBRUARY. 

3. ATO WILL PROVIDE NECESSARY TOOLS: HOWEVER, WOULD APPRE- 
CIATE IF AVAILABLE; 

A. HEAVY DUTY ELECTRIC HAMMER (ATO WILL PROVIDE 
3/8 INCH HAMMER). 
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PAGE 02 ATHENS 00813 261557Z 

B. A SECOND HYDRAULIC KNOCKOUT PUNCH SET, GREET EE. 

4. WILL RECONFIRM SCHEDULING O/A FEBRUARY 7. 

KUBISCH 
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